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UNCLAS USINT BAGHDAD 0931 

E.O.II652: N/A 
TAGS: BEXP, IZ, KU 

SUBJECT: NEW BAGHDAD POWER STATION 
REE: KUWAIT 3539 (NOTAL) 

1. ON AUGUST 19,1975 AN ID 30 MILLION (US DOLLARS 102 MILLION) 
CONTRACT TO SUPPLY AND INSTALL A STEAM TURBINE UNIT, 160 
MEGAWATT, AT DAURA POWER STATION, BAGHDAD SUBURB, WAS SIGNED 
WITH AN "INTERNATIONAL" EIRM. USINT DOES NOT KNOW FIRMS NAME 
OR NATIONALITY ALTHOUGH IT MAY BE SIEMENS OF WEST GERMANY. 
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